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Integrated Disease Surveillance Programme 
Uttarakhand State Control Room 
Directorate of] Medical Health. & Family Welfare, Uttarakhand, Dehradun 


Date: 11-08-2022 Health Bulletin Time: 6:00 PM 
© Positive Today: 180 ЖЛ Recovered Today: 212 
XX Death Today: 02 X) Active Cases: 1448 
S"" Sample Positivity today: 10.99% R% Recovery Percentage: 94.70% 
І. Total cumulative Positive COVID-19 detected since 01.01.2022: 100658 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 95324 (94.70%) 


3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3579 (3.56%) 


4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 307 (0.30%) 
5. Number of samples found negative for COVID-19 today: 1458 

6. Total number of samples sent for COVID-19 testing today: 769 

7. Total number of cumulative samples found negative since 01.01.2022: 1455676 
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Detailed Status of Sample Tested 


: Negative SE Positive 
Negative : Positive : 
5 Cumulative . Cumulative 
in last 24 : in last 24 2 
leur Since Since 
01.01.2022 01.01.2022 


Gewi [т [о | sw | 2 [жє | sm | 9 — 


Almora 4779 4288 70 4 417 
Bageshwar 2144 2033 11 0 100 
Chamoli 3306 3164 23 3 116 
Champawat 1971 1941 5 2 23 
Dehradun 37529 36251 665 194 419 
Haridwar 13831 13419 146 28 238 
Nainital 12486 12145 255 31 55 
Pauri Garhwal 5467 4408 57 20 982 
Pithoragarh 2633 2466 17 4 146 
Rudraprayag 2912 2685 89 2 136 
Tehri Garhwal 2575 2106 17 7 445 
U.S. Nagar 9155 8775 55 6 319 
Uttarkashi 1870 1643 38 6 183 
Total 100658 95324 1448 307 3579 
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Hospital Wise Death 


m Е No. of 
District Name of the Hospitals Deaths 
AIIMS Rishikesh, Dehradun 1 
Dehradun 
Govt. Doon Medical College, Dehradun 1 
Grand Total 2 


Check Your 
COVID-19 Test Results Online on report.icmr.org.in 
or Scan the QR Code Below 
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COVID-19 Vaccination 


11% August 2022 


* Sessions Held Today: 411 
* Number of Beneficiaries Vaccinated Today: 5061 
* Total Number of Beneficiaries Partially Vaccinated: 9086177 
* Total Number of Beneficiaries Fully Vaccinated: 8636606 
* Total Number of Beneficiaries Given Precaution Dose: 1387732 
Details of Beneficiaries Vaccinated in Uttarakhand 
ae > Last 24 hrs 
Citizens Health Care Worker Front Line Worker coverage 
Cumulative 
m 12-14 12-14 15-17 15-17 s n s " Precaution 1st 
giis is Yrs | years ist | years | ‘etBtse | and bose | _ Dose б б m n P estela sce 
ei ane Dese Am Dose Coverage | Coverage | Coverage | Coverage | Coverage | Coverage SITES: end pose 
Dose Dose Coverage | Coverage Dose 
Almora 20446 14487 29385 24120 384533 358787 6024 6034 9959 9765 68918 9 134 
Bageshwar 10402 8436 14149 13253 186423 173226 2515 2521 2323 2403 44391 32 5 
Chamoli 15238 14216 19747 19275 275337 272169 3988 4024 6494 6641 69629 0 0 
Champawat 10925 8743 13532 13009 185144 173985 2257 2319 7591 7537 35533 0 16 
Dehradun 69060 46985 103409 82118 1582770 | 1492057 37249 36742 30674 31342 309156 38 477 
Haridwar 74087 37899 83875 53939 1522374 | 1469642 17793 17653 48487 48492 226545 137 1246 
Nainital 42756 28065 53526 42395 760039 742360 14196 14014 20120 20246 136174 59 1565 
Pauri 22741 17740 32735 31062 456167 439409 7926 7949 7108 7204 103655 3 55 
Pithoragarh 16422 12445 23784 21075 328356 320358 4097 4115 8325 8418 48329 75 209 
Rudraprayag 8866 6656 12625 11147 174597 161081 2466 2456 2692 2714 35496 11 113 
Tehri 23548 21814 31342 30611 401862 370848 6254 6319 4930 5056 98545 11 390 
US Nagar 62606 53510 93604 90817 1361473 | 1394096 12506 12631 34809 34082 157843 52 327 
Uttarkashi 13507 10438 18310 16808 237225 228244 3463 3489 5004 5115 53518 2 95 
Total 390604 | 281434 | 530023 | 449629 | 7856300 | 7596262 | 120734 | 120266 | 188516 | 189015 | 1387732 | 429 | 4632 


